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8 OCT 197E 


MEMORANDUM FOR: Comptroller 

SUBJECT Information Requested by 

for 0MB Hearing on the Office of Logistics 
(OL) FY 1977 Budget 

REFERENCE : Memo dtd 6 Oct 75 to Chief, Plans Staff, DD/A, 

fm Chief, Administration Group, O-Compt. , 
Subject: 0MB Hearings on the FY 1977 
Budget 


In accordance with paragraph 4 of referent memorandum, 
attached is the information schedule requested by Mr. 
for review and hearing on the Office of Logistics FY 1977 
Budget. 


/$/. J. 

Michael J. Malanick 
Director of Logistics 

Att 

1 / cc: Chief, Plans Staff, DD/A, w/att 


stem 


OL S 5064a 
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Office of Logistics 
Engineering Support 
Major Construction -- FY 1977 


HVAC Phase II 

Post Phase II HVAC Modification (standard 
and special-use areas) 

OJCS Expansion 

Upgrade existing Powerhouse Boilers 

Procurement and Installation of Small 
Package Boiler in the Powerhouse 

C Vault Expansion 

Minicomputer for Standard HVAC Modifications 
Management 


Minicomputer for Management of Preventive 
Maintenance System for Special-Use- Areas 

Total - Major Engineering Projects 


$ 225 

52 

405 

65 

170 

300 

30 

30 


$1,277 
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